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Description.: MA STATE COMPLIANCE TESTING 2002 - REGULATORY TESTING 


* DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE * 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
MA Tax, mg/cigt. 

MA TPM, mg/cigt. 

MA Nicotine, mg/cigt. 

MA water, mg/cigt. 

MA Puffs/Cigt. 

Tar/Puff, mg 
MA CO, mg/cigt, 

Filter 

Tipping Paper Length, mm 
Ventilation, % 

Filler 

♦Tobacco Weight, g 
(1)Total Alkaloids, mg/cigt- 
(1)OV After Grinding, % 


Test Catecrories/Tests _ 

Smoke 

FTC Butt Length, mm 
MA Tar, mg/cigt. 

MA TPM, mg/cigt. 

MA nicotine, mg/cigt. 

MA Water, mg/cigt. 

MA Puffs/Cigt. 

Tar/Puff, mg 
MA CO, mg/cigt. 

Filter 

Tipping Paper Length, mm 
Ventilation, % 

Filler 

*Tobacco Weight, g 

(1)Total Alkaloids, mg/cigt. 

(1)0V After Grinding, % 


Test Categories/Tests 
Smoke 

FTC Butt Length, mm 
MA Tar, mg/cigt. 

MA TPM, mg/cigt. 

MA Nicotine, mg/cigt. 
MA Water, mg/cigt. 


BCL 8"BW __ BC6MB-BW 



Average 

StdDev 

N 

Average 

StdDev 

N 


39.0 



28.0 




23,4 

0.86 

20 

29.7 _ 

1.77 

20 


32.9 

1.89 

20 

47.8 

3.23 

20 


1.69 

0.082 

20 

1,99 

0.097 

20 


7.76 

1.040 

20 

16.03 

1.483 

20 


11.6 

0.39 

20 

10.1 

0.42 

20 


2.0 



2.9 




27.4 

1.03 

20 

26.5 “ 

0.90 

20 


36.0 



25.0 




17 

2.9 

59 

1 

0.7 

59 


0.776 

0.0010 

2 

0.726“ 

0.0035 

2 


Rdy2Set 



Rdy2Set 




Rdy2Set 



Rdy2Set 



ML6P25B 




MR6P25B 




Average 

StdDev 

N 

Average 

StdDev 

N 


35.0 



28.0 




22.5 

0.79 

19 

29.9 

1.29 

20 


33.0 

1.46 

19 

46.7 

2.50 

20 


1.72 

0.060 

19 

2.35 

0.067 

20 


8.82 

0.815 

19 

14.38 

1.386 

20 


10.5 

0.35 

19 

11.4 

0.36 

20 


2.1 



2.6 




23.7 

0.94 

19 

24.9 

1.00 

20 


32.0 



25.0 




21 

2.2 

60 

16 

2.1 

60 


0.668 

0.0042 

2 

0.736 

0.0021 

2 


Rdy2Set 



Rdy2Set 




Rdy2Set 



Rdy2Set 



MLSB6B 








Average 

StdDev 

N 

-• - 




35.0 







22.0 

1.11 

20 





32.6 

2.27 

20 





1.70 

0.077 

20 





8.82 

1.216 

20 





♦Indicates test within scope of accreditation to ISO/IEC Guide 25-1990. All 
tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed 
by Philip Morris U.S.A. Analytical Methods and Applications Division. The test 
results relate to the samples submitted to the Product Testing Laboratory during 
the stated time period. Extrapolation outside this time period is not 


appropriate. 
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Source: https://www.industrydocuments.ucsf.edu/docs/qjcl0001 
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Description.: MA STATE COMPLIANCE TESTING 2002 - REGULATORY TESTING 


Philip Morris USA 
Confidential 

' " 1 
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* DATA HAS NOT HAD FINAL REVIEW/APPROVALi SUBJECT TO CHANGE * 


MA Puffs/Cigt. 

9.4 

0.24 

Tar/Puff, mg 

2.3 

1.12 

MA CO, mg/cigt. 

22.8 

Filter 

Tipping Paper Length, mm 

32.0 


Ventilation, % 

19 

4.1 

Filler 

*Tobacco Weight, g 

0.645 

0.0085 

(l)Total Alkaloids, mg/cigt. 

Rdy2Set 


(1)0V After Grinding, % 

Rdy2Set 



Notations: 
BC6MB-BW 
BCL8-BW 

ML6P25B 

MLSB6B 

MR6P25B 


BASIC FF KS MENTHOL FTB 
BASIC LIGHTS LOO REG SP 
MARLBORO LIGHTS KS REG 25S BOX 
MARLBORO LIGHTS KS SPECIAL BLEND BOX 
MARLBORO FP KS REG 25S BOX 


BCL8-BW 

BC6MB-BW 

ML6P25B 


Vent (32) rejected by Dixon outlier. 

Vent (3) rejected by Dixon outlier. 

Gr 6647 - Run 4 - Port 3: '.Tar (25.69719) rejected by Dixon outlier, 
resulting in rejection of CO, H2Q, nicotine, Puff and TPM. 


indicates test within scope of accreditation to ISO/IEC Guide 25-1990. All 
tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory ..... 
with the exception of those tests denoted by a (1). These tests were performed 
by Philip Morris U.S.A. Analytical Methods and Applications Division. The test 
results relate to the samples submitted to the Product Testing Laboratory during 
the stated time period. Extrapolation outside this time period is not 
appropriate. 
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Source: https://www.industrydocuments.ucsf.edu/docs/qjcl0001 




